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AMERICAN NUCLEONICS CORPORATION 

1007 AIRWAY • GLENDALE, CALIFORNIA 91201 • (213) 245-0315 



OPERATING CHARACTERISTICS 
MODEL 614A AMPLIFIER 


Input (g) 15 Q to 100 K 
Output Load - 150 £2 to «> 
Power Requirements - 

B- -24 to -50V 
Operating Temperature - 

-40° to +140°F 
Gain © -24 to -50 V 
600 Q Source 
600 H Load 38 db 

56k Feedback 
Gain Open Loop 

600 Cl Source 
600 £3 Load 5 7 db 

Feedback per Figure 7. 
40 V 
Mounting 

Mounts in any standard 
9 pin tube socket or 
printed circuit board. 


Distortion 56K Feedback (j) 1000 ~ 


-24V © 10 DBM 

-30V (3 10 DBM 

-36V © 10 DBM 

-48V © 20 DBM 

Maximum Output at 

600 Cl Load 
600 Cl Source 


Less Than 1% 

" " . 5% 

" " .25% 

" " . 5% 

.5% Distortion 

+ 22 DBM 


Noise 

-130 DBM 

Frequency Response 

6 ~ to 100 KC ±.25 DB 



Actual Size 
















































Internal 

Connection 


Feedback 

4 

5 

6 

Normal Output 

Input 

3 

• * • 7 

• • 

Driver or 

Power Amp Return 

Emitter 

2 

# * R 

• • 8 

Driver Output 

By-Pass 


9 

B- 


Ground 1 
or B+ 


Figure 1. MODEL 614 a CONNECTIONS 


27K 27K 




Figure 2. TAPE PLAYBACK OR MAGNETIC CARTRIDGE PREAMPLIFIER 


Figure 3. LINE AMPLIFIER - 25 db GAIN 




1/2 WATT ± 10 PERCENT 


Figure 5. TAPE RECORD AMPLIFIER 


Figure 4 POWER AMPLIFIER 


56K 



3#- 


27K 


27K 


AAA/ 


AAA/ 


5 MFD 

-*—25 V 


+ 


Figure 7. FEEDBACK NETWORK 


Figure 6. MIKE PREAMPLIFIER 


The information, diagrams or any other data included herein is believed 
to be accurate and reliable. However, the American Nucleonics Corporation 
assumes no responsibility or liability whatsoever for the application, 
interpretation or use made of such information, diagrams or data especially 
insofar as the use of said information, diagrams or data affects any patent, 
trademark or proprietary data rights. 






































































AMERICAN NUCLEONICS CORPORATION 

1007 AIRWAY • GLENDALE, CALIFORNIA 91201 • (213) 245-0315 



January 1, 1967 


MODEL 614A AMPLIFIER 


QUANTITY 


UNIT PRICE 


1 

- 9 

$37.50 

10 

- 49 

27.50 

50 

- 99 

22.50 

100 

- 499 

17.50 

500 

- 999 

14.50 

1000 

- Over 

12.50 


TERMS: 1% 10 Days Net 30 

F.O.B. Destination 











































